re SHIPPING ORDER 
GENERAL, Fi ig Ober SEARCH 08 : CIA-RDP81B00879R000100010013-0 


: -PLEASANTVILLE, NEW YORK __ Noe 25251 


| 
SOLD TO: Westinghouse Electric Corp. 


Air Arm Division 


Baltimore 3, Maryland SALES ORDER NO. H=1LOl78=2 
SHIP TO: Receiving Officer CUSTOMER'S ORDER NO, 86D-30N~30278 
. OTHER 
pig cen eas Center CONTRACT NO. NY 3958 
PRIORITY 
Johnsville, Penna - o.B. Pleasantville, N.Y. 
ATTENTION: Attn: [x FOIAB3A TERMS=NET 30 DAYS 


ITEM MODEL OR 


NO. PART NO. DESCRIPTION UNIT PRICE TOTAL 
10 SSS SS SSS ey 
(18 )i7 6411-92) | Cross Feed and Hybrid Assembly an aes 
(2h, )23 611-21 Coupler, Directional 1 ee 
az st 

4 4 ana 3 iJO 

fate rec'd NADG dohnaville. UL 6 Re 
ce B/L Wo. Coe Ss 


Fo. centainers 


ren free EECeR ee 


_ 


| Consignee is requested to sign certification 
below and forward one copy to Westinghouse 
OIAB3A Electric Corp. Air Arm Division, P.O. Box 76 ‘ 
Baltimore, Maryland Attn: ee a Oe eee 
and one copy to GPL Division of General Precision Se ea 
OIAB3A Inc., 63 Bedford Road, Pleasantville, N.Y. 


avin: 


I Certify that I have received and accepted 


the Gch cles shown herel 
LS pe 
e MoAe Signature " 


—ew 


i 


[aif fon 


FOIAB3A 


REQ'D, DEL. DATE @.P.L. B/L # PREPAID XXXX TOTAL 

via: KE A OTHER W/8 # COLLECT a 

ROUTE ©.B.L. # c. 0. D oe 

WEIGHT \ C5 # + S.O.V # AMOUNT $ Shipping Charge 

—— SHIPPED: DATE be DEL BY ——— TM. ey eee FOIAB3A 

RECEIVED BY Invoice Instructions - | 1 2 Partial Complete 
_\ Per Sales Order XXX 


Approved For Release 2001 ri08--C1A-RAP S110 0879R000100010013-0 


